attended the Massachusetts Convention for making a new
Constitution, and took great pleasure in watching the career
of his son. Abigail Adams lived until 1818; John Adams
until July 4th, 1826. He was ninety-one when he died,
and the old days must have been in his mind at the end,
for the last words he spoke were, "Thomas Jefferson still
survives." But he was wrong; a few hours earlier on that
same 4th of July, Thomas Jefferson had died at Monticello.